HVAC systems 
Products and addresses of manufacturers 
addresses, u) 


ABB Flakt +49 6033 80363 +49 6033 638 89 
Produkte 


Schorbachstrake 
9, 35510 
Butzenbach, 
Germany 
Olomucka 7/9, 
Brno 656 66, 


ABB Prvni +4255 141111 +42 5 45216339 
Brnenska 
Strojirna Brno Czech Republic 


Sro 


ABB Stal +46 11 21 4000 
Refrigeration 
+33 142 79 14 00 


Butaangsgaten 14- 
16, 60187 
Norrkdpping, 
Sweden 

52 Rue du 
Montparnasse, 
7514 Paris, France 


Konijnenberg 24, 
4825 BD Breda, 
The Netherlands 


Agpo BV +31 76 572 5725 
Air Cool SA +30 1 4833933 


Air Frohlich AG |+41 71 46 55 25 


1 Rafailidous and 
Agriniou Streets, 
17778 Tavros, 
Athens, Greece 
Romanshorner 
Strasse 100, 9320 
Arbon, Switzerland 
Airstream +44 161 428 7544 |+44 161 428 7135 
Products LTD 


Airstream House, 
Brook Street, 
Cheadle, Cheshire 
SK8 2BN, U.K. 


Adaco +35 3 71 65417 Tawnagh House, 
Manufacturing Riverstown, Co 
Sligo, Ireland 


Specialists in air to 
water heat 


exchangers 


Manufacturers of 
installers of steam 
and gas turbines, 
boilers, systems for 
district heating 
Manufacture heat 
pumps and refrigerant 


chillers 


Manufacturer of 
underfloor heating 
systems 
Manufacturers of gaz 
fires, solids handling 
and grading 
equipment 
Manufacture range of 
high-efficiency, low 
NOx boilers 
Manufacturers of split 
air conditioning and 


ducted systems 


Manufacture heat 
exchangers for the 
processing industry 
Leading company in 
hi-tech washroom 
hygiene and air 


cleaning products 


Albamotor SRL |+39 2 642 9438 Viale Ca'Granda 2, |Manufacturer of heat 
20162 Milano, Italy | pumps 


Alcatel Kabl 
Norge AS 


Manufacture ESWA 
heating system using 


under floor piping to 


+47 22 63 8820 = |+47 22 63 73 49 PO Box 60 Okern, 
0508 Oslo, Norway 

+46 46 366500 |+46 46 30 30 54 Rudeboksvagen, 
PO Box 74, 22100 
Lund, Sweden 

+46 23 196 40 +46 23 297 71 PO Box 342, 
79128 Falun, 
Sweden 


+44 121 503 0707 |+44 121 501 2955 |sales@ambirad.co |PO Box 30, 
Mucklow Hill, 
Halesowen, West 
Midlands B62 
8DS, U.K. 

Via Galilei 4, 
35028 Piove di 


heat rooms 
Alfa-Laval 
Thermal AB 


Manufacture plate 
heat exchangers for 
HVAC applications 
Allards 
Verkstader AB 


Manufacturers of heat 
exchangers for district 
heating 

Manufacture radiant 
tube heater (AR22) 
and ceramic radiant 
plaque heater 
(Solarglow) 

Antoni SPA 


antonise@intercity Commercial/industrial 


-shiny. it unitary and applied 
Sacco, Italy products 


manufacturing-heat 


+39 49 9704100 |+39 49 9704275 


pump units 


APV Heat +44 1332 331155 |+44 1332 295484 


+45 75501133 |+45 75 50 34 34 


14 Hansard Gate, |Designers and 


West Meadows, manufacturers of a 
Derby, DE21 6JN, 
U.K. 


Platinvej 8, 6000 


Exchangers 
comprehensive range 
of heat exchangers 

APV Heat Manufacture of plate 
Exchangers 


AIS 


Kolding, Denmark |heat exchangers for 
an application in 
marine, industry, 
energy and food 


sectors 


Associated 


+47 71 25 77 22 


Carr Mill, 322 


Manufacturers and 
contractors in the field 
of heat pumps 


Automatic flue 


Energy Meanwood Road, _|inhibitors for boilers 


Products LTD Leeds LS7 2HT, 
U.K. 
PO Box 11, Ashton 


Under Lyne, 


Atlantic Boilers |+44 161 344 5664 |+44 161 339 8136 Manufacture high- 
efficiency condensing 


Lancashire OL6 
7TR, U.K. 


boilers and plate heat 


PO Box 1062, 
6401 Molde, 
Norway 


exchangers 


AWB 
Warmtebouw 
BV 


+31 492 461731 +31 492 461945 
+33 1 49 37 31 31 |+33 1 43 52 27 70 


+44 1224 859000 |+44 1224 859059 


Babcock 


Entreprise 


Balmoral Group 
LTD 


Bauerhin +49 208 994840 +49 208 653582 
Electro-Therm 


GmbH 


Baxi +44 1772 695555 |+44 1772 695410 


Partnership 
LTD 


Beaumont (UK) |+44 1794 516800 |+44 1794 516750 


Limited 


Becker Plastics |+49 2363 606-0 +49 2363 606 306 


GmbH 


Beel Industrial |+44 1522 510510 |+44 1522 525900 


Boilers 


Beeston +44 1773 828383 |+44 1773 829091 


Heating Group 


Beekerheede 1, 
5741 HB Beek en 
Donk, The 
Netherlands 

80 rue Emile Zola, 
93123 La 
Corneuve Cedex, 
France 

Balmoral Park, 


Loirston, 


Aberdeen, AB9 


2BY, U.K. 


Hunxer Straße 8, 


46149 


Oberhausen, 
Germany 
Bamber Bridge, 
Preston, 
Lancashire, PR5 
6SN, U.K. 


Romsey Industrial 


Estate, 


Greatbridge Road, 


Romsey, 
Hamphire, SO51 
OHR, U.K. 
August Becker 
Straße 10, 45711 


Datteln, Germany 


Becor House, 
Green Lane, 
Lincoln, LN6 7DN, 
U.K. 

Derwentside 
Industrial Park, 
Derby Road, 
Belper, 
Derbyshire, DE5 
1UX, U.K. 


Manufacture high- 
efficiency, low NOx 


boilers 


Manufacturer of 
cogeneration 


equipment 


Manufacturers of 
tanks on 
polypropylene and 
GRP 

Manufacturers and 
distributors of various 
types of underfloor 
heating systems 
Manufacture of 
domestic central 
heating products and 
space heating 
appliances; solid fuel 
product 
manufacturers 
Manufacturer of high 
volume commercial 
hot water generators 


and boilers 


Production of plastic 
pipes for use in 
heating and potable 
water systems 
Designers and 
manufacturers of 
industrial steam and 
hot water boilers 
Manufacturers of 
energy-efficient 
commercially sized 
hot water boilers, 


condensing and 


modular 


Bentone- +46 372 12500 
Electro Oil AB 

Bertrams AG +49 271 33 08 1 
Bieri +41 31 72 09000 
Pumpenbau 

AG 


Bindl Energie |+49 9606 920735 


Systeme 


Blackheat LTD |+44 1202 896510 


Boulter Boilers |+44 1473 241555 
LTD 


Brahma SPA +39 442 25355 
Bremstaller +43 7273 6336 
GesmbH & CO 

KG 

Apparatebau 

Broen Industri |+45 64 71 20 95 
A/S 

Brunata A/S +45 38 34 40 44 


+46 372 82319 
+49 271 33 60 18 


+49 9606 920738 


+44 1202 861397 


+44 1473 241321 


+39 442 25683 


+43 7273 6336-15 


+45 64 71 21 95 
+45 38 33 29 57 


PO Box 309, 341 
26 Ljungby, 


Sweden 


Postfach 10 02 01, 
EiserfelderstraRe 
70, 57072 Siegen, 
Germany 

3110 Munsinger, 


Switzerland 


Postfach 69, 
Wernbergerstrake 
41, 92536 Pfreimd, 
Germany 
Ferndown 
Industrial Estate, 
Wimbourne, 
Dorset, BH21 7PS, 
U.K. 

Magnet Works, 
White House 
Road, Ipswich, IP1 
5JA, U.K. 

Via del Pontiere 
31/32, 37045 
Legnago, Italy 
Karlingstraße 8, 
4081 Hartkirchen, 


Austria 


Skovvej 30, 5610 


Assens, Denmark 


Vibevej 26, 2400 
Copenhagen NV, 


Denmark 


Manufacturers of high 
efficiency oil and gas 
burners from 10-2200 
kW 

Manufacturer of 


chimney components 


Manufacture heating 
and chilled water 
circulators, domestic 
hot water circulators 
Manufacturers of solar 
energy storage 
systems and heat 
pumps 

Design and 
manufacture complete 
radiant heating and 


cooling systems 


Manufacturers of oil 
fuelled boilers for 
heating and water 
production 
Manufacture 
components and 
systems for heating 
Designer and 
manufacturer of water 
heating systems, heat 
exchangers and 
storage tanks 
Ballomax valves 
designed for use in 
district heating 
schemes 

Metering 
equipment/heat 
accounting systems 


for heating/water 


Justus-Kilian- Design and 

Straße 1, 35357 manufacture of low 

Lollar, Germany temperature heating 
boilers (of cast iron 


and steel), radiators 


Buderus +49 6406 890 +49 6406 89 603 
Heiztechnik 


Burnham +31 33 247 7211 |+31 33 245 7154 
Europa BV 
BVBA +32 15 31 71 66 +32 15 31 05 00 
Briotherm 

+41 19 45 20 40 +4119 45 26 51 


Calorex Heat |+44 1621 856611 |+44 1621 850871 
Pumps LTD 


and control equipment 
Galvinistraat 20, Manufacture low NOx 
3861 NM Nijkerk, |boilers 
The Netherlands 
Antwerpsesteenwe | Manufacturer of water 
g 92, 2840 Rumst, |underfloor heating 
Belgium systems 
GeissbUelstrake 4, |Manufacture 
8604 Volkertswil, |underfloor heating 
Switzerland systems 
The Causeway, Manufacturers of heat 
Maldon, Essex pumps and designers 
CM9 7PU, U.K. of air to water heating 
and dehumidification 


units 


1QX, U.K. high quality 


components 


Caradon Gent |+44 916 246 2000 |+44 916 246 2300 140 Waterside Manufacturer and 


Limited Road, Hamilton supplier of domestic, 
Industrial Park, commercial and 
Leicester, LE5 industrial central 
1TN, U.K. heating boilers 
Carrier Air +44 1959571211 |+44 1959 571009 


Conditioning 


Units 13-14, Manufacturers of air 
Airport Trading handling units 
Estate, Biggin Hill, 

Kent TN16 3BW, 

U.K. 

Ceramic Stove |+44 1865 245077 |+44 1865 245077 
Company, THE 


4 Earl Street, Suppliers, designers, 

Oxford, OX2 OJA, |manufacturers and 

U.K. renovators of 
woodfired, retained- 
heat tiled stoves, 


cookstoves and 


Cantor (John) |+44 1524 844996 |+44 1524 844996 The workshop, Design, manufacture 
Heat Pumps Denis Street, and installation of 
Lancaster, LA1 heat pumps using 


bread/pizza ovens 


Ceramics 
Ireland LTD 


CIAT - 
Compagnie 
Industrielle 
d'Applications 


Thermiques 


Clyde 
Combustions 
LTD 


CMI-Cockerill 
Mechanical 


Industries 


Colibri BV 


Cross 
Refrigeration 
(Ireland) LTD 


Daikin Europe 
NV 


+353 28 28539 +353 28 28539 


+33 4 79 42 42 20 |+33 4 79 42 42 12 
+33 1 64 95 67 92 |+33 1 60 80 97 26 


+44 181 391 2020 |+44 181 397 4598 


+32 41 302111 +32 41 302281 


+31 43 306 6277 |+31 43 306 5797 


+353 21 302321 +353 21 397995 


+32 59 558111 +32 59 558899 


Unit 4A, 
Ardmanagh, 


Schull, Co Cork, 


Ireland 


30 Avenue Jean 
Falconnier, 01350 


Culoz, France 


CD 49 St Cyr la 
Riviére, 91690 


Saclas, France 


Cox Lane, 


Chessington, 


Surrey KT9 1SL, 


U.K. 


Avenue Greiner 1, 


4100 Seraing, 


Belgium 


Tentstraat 22, 
6291 BC Vaals, 


The Netherlands 


Mallow Road, 


Cork, Ireland 


Zandvoordestraat 


300, 8400 


Oostende, Belgium 


Producers of ceramic 
heating systems for 
commercial and 
residential 
applications 
Manufacturers of air 
conditioning products, 
heat pumps, heat 
exchangers, fans and 
unit exchangers for 
buildings and industry 
Manufacturer of 
control systems for 
electrical or pipe 
heating with indoor 
and outdoor sensors 
Designers and 
manufacturers of 
column tubular 
radiators for both 
residential and 
commercial heating 
schemes 

Involved in building 
energy controls; 
manufacturers of 
boilers, diesel engines 
and heat exchangers 
Consultancy, design, 
development and 
production of 
absorption heat 
pumps, absorption 
cooling machines and 
compact heat 
exchangers 
Commercial and 
industrial refrigeration 
and air conditioning 
contractors and 
distributors 
Manufacture range of 


air-conditioners 


Dan Trim A/S |+45 97133400 |+45 97 13 34 66 z= 
+45 66 16 3768 |+45 66 16 57 68 Ls 


Dansk Fyrings 
Teknik A/S 


Dansk Isokern 
A/S 


+45 97 10 18 11 


+45 97 10 15 22 


Dantherm LTD |+44 275 67 68 51 |+44 275 34 30 86 


De-Vi Holding 
AIS 


Defromat 
Heizelektrik 
GmbH & CO 
KG 


+45 75 85 85 85 
+49 89 78 59 50 


+45 75 85 71 10 


+49 89 78 59 51 
21 


T 2 99 82 74 34 |+33 2 99 81 57 97 


Delta Techniki 


Denco LTD 


Deria-Destra 
GmbH 


DF Liedelt 
Velta GmbH 


+30 1 941 4010 


+44 1432 277277 


+41 1921 1422 
+49 40 52 90 20 


+30 1 941 4357 


+44 1432 277277 
+41 1921 1423 


+49 40 52 90 28 
99 


Islandsvej 2, 7840 
Vildbjerg, 


Denmark 


Hans Egedesvej 
16, 5210 Odense 
NV, Denmark 
Industrivej 23, 
7470 Karup, 
Denmark 

Hither Green, 
Clevedon, Avon, 
BS21 6XT, U.K. 
Ulvehavevej 61, 
7100 Vejle, 


Denmark 


Höglwörther 
Strake 1, 81379 
München, 


Germany 


18 Avenue de 
Général Ferric, Zl 
Sud, Saint Malo, 
France 

5-7 Menelaou Str, 
17672 Kallithea, 
Greece 

PO Box 11, 
Holmer Road, 
Hereford, U.K. 
Postbox 315, 8707 
Uepikon, 
Switzerland 
Robert Koch 
StraRe 11, 22851 
Norderstedt, 


Germany 


Manufacturers of 
automatic combustion 
systems using 
biomass fuels 

Design of rotary cup 
burners for district 
heating applications 
Produce prefabricated 


chimneys and flues 


Producers of air to 
water heat 
exchangers 
Manufacturers of 
thermostats, control 
equipment and 
electrical floor heating 
systems 

Manufacture electrical 
underfloor heating 
systems for both 
indoor and outdoor 
applications 
Manufacturers of 
underfloor and ceiling 


heating 


Manufacturer of 


cogeneration systems 


Manufacture energy 
efficient air 
conditioning 
Manufacture 
underfloor heating 
systems 
Manufacturers of 
underfloor heating 


systems 


2-4 Vejlesvinget, 
2665 Vallensbeek 


Strand, Denmark 


DGT-Volmatic |+45 43731100 |+45 43 73 01 10 
AIS 


Dianorm TEO |+353 75 31388 +353 75 31233 


Dielca +34 4 445 64 00 +34 4 446 69 01 
Industrial SA 


Dimplex +44 1703 777117 |+44 1703 771096 
Heating LTD 


Industrial Estate, 
Bunbeg, Co 
Donegal, Ireland 
Trauco, 22 (parte 
trasera), 48007 
Bilbao, Spain 


Millbrook, 


Southampton, 
S015 OAW, U.K. 


DK Heating +972 4987 2266 +972 4987 2269 PO Box 59, Tefen 
Systems LTD 24959, Israel 


+31 172 488325 [+31 172 433710 Kalkovenweg 13, 
2401 LJ Alphen 
van den RJin, The 
Netherlands 


Drayton +44 1895 444012 |+44 1895 441288 
Controls LTD 


Chantry Close, 
West Drayton, 

Middlesex, UB7 
7SP, U.K. 


Postbus 161, 7070 
AD Ulft, The 


Netherlands 


DRU +31 315 689911 +31 315 630910 
Verwarming BV 

Dynatherm +49 61 03 7 23 91 |+49 61 03 7 44 68 
GmbH 


Voltstrake 6, 
63225 Langen, 


Germany 


Manufacturers and 
developers of heating 
and ventilating 
devices including 
control systems 
Manufactures 


domestic radiators 


Manufacture and 
distribution of heating, 
sanitary water, 
submersible pumps, 
butterfly valves and 
other types of valves 
Manufacture wall- 
mounted downflow 
heaters 
Manufacturing of 
radiant ceiling and 
floor heating elements 
Manufacture and sale 
of pumps and pump 


installations 


Manufacture DC3000- 
suitable for various air 
conditioning, water 
and air-based heating 
and ventilating control 
schemes; MCS 
system-a mains-borne 
BEMS 

Manufacturers of 


heating systems 


Manufacture 
underfloor heating 


systems 


PO Box 130153, Manufacture 

90113 Nuernberg, |underfloor heating 

Germany systems and 
temperature control 
systems for domestic 
and industrial 
applications for 


heating and air- 


Eberle GmbH |+49 911 5693-0 +49 911 5693-214 


conditioning systems 
Via Verci 68, Production of 


25073 Bovezzo stainless steel and 


Effebi SPA +39 30 21101 +39 30 2110302 


EHT Siegmund |+49 2224 899-0 +49 2224 899-80 
GmbH 


brass ball valves 
Heideweg 16-15, |Manufacturers and 
53604 Bad designers of 
Honnef, Germany |combined underfloor 
and warm water 
heating with air 
conditioning and heat 
recovery 
Electrotech +44 1295 253411 |+44 1295 270593 
Control Design 
Services LTD 


Electrotech House,|BMS Controls for 

Wildmere Road, HVAC process and 

Banbury, refrigeration sector 

Oxfordshire OX16 |markets 

7JU, U.K. 

ELM Leblanc |+44 181 848 7522 |+44 181 848 1984 12 Chesterfield Manufacturer of 

Way, Hayes, condensing high 

Middlesex UB3 efficiency boilers, 

3NW, U.K. combination boilers, 
water heaters 


Elsy & Gibbons |+44 191 427 0777 |+44 191 427 0888 


Eltex Of +46 476 12480 +46 476 13400 
Sweden AB 


Elvaco (UK) +44 1784 434400 |+44 1784 437365 
LTD 


Simonside, South |Manufacture range of 
Shields, Tyne and |energy efficient 
Wear, NE34 9PE, |heaters and boilers 
U.K. 


Box 608, 34324 Control systems for 
Älmhult, Sweden [boilers 


Elvaco House, 180 |Ventilated heating 

High Street, system designed for 

Egham, Surrey, newbuild residential 

TW20 9DN, U.K. and commercial 
projects 

Energa- Via Monete Manufacturers of 

Divisione Della 


Akraplast SRL 


Ernesto Teodoro [energy saving 


56, 20161 Milano, |systems for heating 


Italy and air conditioning 


Energenius 
GmbH 


Energie en 
Milieutechniek 
BV 


Energie 
Rebscher 
Warme- und 
Umwelttechnik 
Energiprojekt 
AB 


Energoprojekt 
Power 
Engeneering 
study and 


design office 


ENT 
Energienutzung 
stechnik 
Warmepumpen 
Vertriebs 
GesmbH 


Environeering 
LTD 


Eswa LTD 


+49 8387 2033 +49 8387 2037 
+3145 404 1617 |+31 45 404 9261 
+49 6068 2000 +49 6068 1747 
+46 380 260 65 +46 380 260 26 


+48 2628 2766 = |+48 22 21 48 92 


+43 662 629784 |+43 662 627191 


+353 43 +353 43 47844 
47197/47766 


+44 171 735 0043 |+44 171 735 1456 


Postfach 1254, 
88169 Weiler im 
Allgau, Germany 
Op de Bies 17, 
6333 BV 
Schimmert, The 
Netherlands 
Gammelsbachstra 
Re 36, 64743 
Beerfelden, 
Germany 
Dammvagen 7, 
57175 Nässjö, 


Sweden 


6/14 Zrucza Str, 
PO Box 184, 
00950 Warszawa, 
Poland 


Salzachweg 11, 
5061 Salzburg- 


Elsbethen, Austria 


Townspark 
Industrial estate, 
Longford, Co 


Longford, Ireland 


32 Monkton Street, 
London SE11 4TX, 


U.K. 


Specialists in 
packaged 
cogeneration units 
Industrial, domestic 
pulse combustion high 
economy low NOx 
heating systems 
Heating and 
environmental 


technology 


Environmentally 
friendly production of 
electricity and heat 
about 500kW 

Design and 
consultancy operating 
in the areas of 
cogeneration, district 
heating and hydro 
power 
Manufacturers of 
dehumidifying 
systems with heat- 
retention for 
swimming pool halls 
and heat recovery 
systems 
Manufacturers of 
mobile coolers 
suitable for 
emergency or 
permanent air 
conditioning and 
cooling 

Economic heating 
system of floor 


heating cables, ceiling 


heating foils 


Eurocoils 
Limited 


EVT Energie 
und 
Verfahrens- 
technik GmbH 
EWFE- 
Heizsysteme 
GmbH 


Exportim 


Leonard AB 


Faco SRL 


Fasto BV 


Fellingsbro 
Verkstader AB 


Ferro Techniek 
BV 


Filippo Fochi 
Energia SRL 


FRICHS A/S +45 75 64 74 33 |+45 75 64 74 33 


+46 8667 4004 = |+46 8 667 40 04 


+46 589 26100 +46 589 20706 


+31 315 3 39922 |+31 315 3 39899 


+31 570 678585 +31 570 678587 PO Box 3, 7400 
AA Deventer, The 
Netherlands 

+39 516475 901 |+39 51 6475 876 | 


+44 1795 475275 |+44 1795 422210 Unit D3, Eurolink 
Commercial Park, 
Bonham Drive, 
Sittingbourne, 
Kent, MF10 3RX, 
U.K. 

+49 711 917011 +49 711 9171483 


712-716, 70329 


Stuttgart, Germany 


+49 421 2079-0 +49 421 2079-997 Haferwende 23, 
28357 Bremen, 


Germany 


Riddargatan 76, 
11457 Stockholm, 
Sweden 

Via SS Trinita 
16/A, 28040 


+39 321 968211 +39 321 957556 
Varallo Pombia 
(NO), Italy 


Box 13, 71041 
Fellingsbro, 


Sweden 


Bremstraat 1, 
7011 AT 
Gaanderen, The 
Netherlands 

Via Nanni Costa 
30, 40133 
Bologna, Italy 
Satellitvej 3, 8700 


Augsburger Straße 


Horsens, Denmark 


Manufacturers of heat 
exchangers for the air 
conditioning and 
refrigeration 


industries 


Manufacture steam 


turbines 


Manufacturer of 
system components 
for combustion value 
and condensing 
heating technology 


Heat pumps 


Finned tube heat 


exchangers 


Low NOx boilers 


Central heating 
systems- 
computerised control, 
panel radiators, 
valves etc. 

metalwork and 
vitreous enamel for 
heat exchangers, 
energy plants 
Cogeneration and 


CHP systems 


Packager of engine 


based gas co-gen 


sets 


FROHLING 
GMBH & CO 
KESSEL- 
APPARATE- 
BAU 
FUJITSU 
GENERAL 
(EURO) 


FW- 
FERNWARME- 


GALLERI SRL 


GEAMATIC 
CONTROL 
SYSTEM AB 


GEBRUDER 
TOBLER AG 


GEC CREDA 
LTD 


GEMINA 
TERMIX 
PRODUCTION 
S A/S 
GEOSCIENCE 
LIMITED 


+49 2204 720-0 +49 2204 720-249 
+49 21 1 50098-0 |+49 211 50098-50 
+49 5136 89 99-0 |+49 5136 89 99-22 
+39 332 771071 +39 332 771568 
+46 31 289 030 +46 31 684 680 
+41 17340937 |+41 1 734 34 22 
o T] 
+45 97 14 1444 |+45 97 141159 


+44 1326 211070 |+44 1326 212754 |earthenergy@geos 


cience.co.uk 


Hoffnungsthaler 
Straße, 51491 


Overath, Germany 


WerftstraBe 20, 
40549 Düsseldorf, 


Germany 


Grosshorst 3, 
30916 Isernhagen, 


Germany 


Via Milano 9, 
21023 Besozzo 
(VA), Italy 


Langebergsgatan 
14,421 32 Västra 


Frölunda, Sweden 


Steinackerstrasse 
10, 8902 Urdorf, 
Switzerland 
Creda Works, 
Blythe Bridge, 
Stoke-on-Trent, 
Staffordshire STI | 
9LJ, U.K. 


Navervej 15-17, 
7451 Sunds, 


Denmark 


Falmouth 
Business Park, 
Bickland Water 
Road, Falmouth, 
Cornwall TRI I 
45Z, 

U.K. 


Manufacturer of high 
tech boilers and DHW 


calorifiers 


Manufacture and sell 
range of indoor 
climate control and air 
conditioning systems 
Manufacturers of 
district heating 
pipelines (steel-in- 
steel systems) 
Manufacture/design of 
industrial boilers 
(MSW, wood, straw- 
fired etc.) 

Control systems for 
heating, air- 
conditioning, 
switchgear 
Manufacturers of 
underfloor heating 
systems 
Manufacturers of 


storage heaters 


Domestic heat 
exchangers and water 


heaters 


Ground source heat 
pump systems for 
heating and cooling 


buildings 


GLEDHILL 
WATER 
STORAGE LTD 


GNUTTI 
SEBASTIANO 
& FIGLI SPA 


GRAEPEL 
PERFORATOR 


GREENWOOD 
(FREDERICK) 
AND SONS 


GRUNDFOS 
AIS 


H KRANTZ- 
TKT GMBH, 
GESCHAFTS- 
FELD KOMPO- 
NENTEN 
HAKA AG 


HAMW ORTHY 
ENGINEERING 
LTD 


HANSE- 
ATISCHE AG 
ELEKTRIZI- 
TATSWERK- 
UND UMWELT- 
TECHNIK 
HASLE 
ISOMAX A/S 


+44 1253 401494 


+39 30 827292 


+353 21 772105 


+44 1706 38271 
+45 86 68 14 00 


+49 241 441-1 


+41 71 8050 11 


+44 1202 665566 


+49 40 766 16 50 


+45 46 75 30 00 


+44 1253 496577 


+39 30 8920693 
+353 21 772005 


+45 86 68 42 45 


+49 241 441-555 


+41 71 85 45 06 


+44 1202 665111 


+49 40 766 16 120 


+45 46 75 38 40 


Sycamore Trading 
Estate, Squires 
Gate Lane, 
Blackpool, Lancs 
FY4 RL, U.K. 

Via Montesuello 
47, 25065 
Lumezzane 
Brescia, Italy 
Barrack Green, 
Kinsdale, Co Cork, 


Ireland 


Bellfield Road, 
Rochdale, 
Lancashire OL16 
2UX, U.K. 


Poul Due Jensens 
Vej 7, 8850 
Bjerringbro, 
Denmark 
Krantzstrake 7, 
52070 Aachen, 


Germany 


Mooswiesstr 67, 
9202 Gossau, 
Switzerland 

Fleets Corner, 
Waterloo Road, 
Poole, Dorset, BH 
17 7LA, U.K 
Lüneburger Straße 
25, 21073 
Hamburg, 


Germany 


Langebjerg 23a, 
PO Box 324, 4000 


Manufacturers of 
specialist tanks/coils; 
also various forms of 
glassfibre tank 
insulation 
Manufacturer of 


valves 


Producers of radiator 
covers, duct covers 
and acoustic and 


concealing screens 


Produce storad 
combined output 
heaters for economic 
operation, quartz 
environmental heating 
Leading manufacturer 
of heating, cooling 
and hot water service 
circulators 
Manufacturer of air 
distribution systems 
for ceiling, wall, floor 


and ceiling cooling 


Manufacture 
underfloor heating 
systems 

Member of the boiler 
and radiator 
manufacturers 
association Ltd 
Modernisation of 
power stations into 
cogeneration plants 
using reciprocating 


engines 


Materials and 


engineers for district 


Roskilde, Denmark |heating schemes 


HEAT WARME 


ENERGI A/S 


HEIM AG 


HEINEMANN 
GMBH 


HELIOTHERM 
SA 


HEWING PRO 
AQUA GMBH 


HIROSS 
ITALIA SPA 


HOECHST 
CERAMTEC 
AG 


HORBURGER 
JOHANN & 
SOHNE 
GESMBH & CO 
KG 


HORSTMANN 
TIMERS AND 
CONTROLS 
LTD 


+49 7021 59100 


+45 44 94 88 99 


+41 54 512422 


+49 8192 8331 


+41 66 666377 


+49 2553 7001 
+39 499719111 |+39 49 584 1421 


+49 9287 798-0 +49 9287 788 99 


+43 5576 2483 


+44 1225 421141 


+49 7021 59109 
+49 8192 8334 


+49 2553 7017 


+43 5576 2483 85 


+44 1225 423070 


TannenbergstraRe 
149, 73230 
Kirchhelm/Teck, 
German 
Kantatevej 32, 
2730 Herlev, 
Denmark 

Sagiwis, 9545 
Wangi, 


Switzerland 


Mühlaustraf3e 4, 
86938 Schondorf, 
Germany 

Route a Coeuve 
38, 2900 
Porrentruy, 


Switzerland 


Waldstr 3, 48607 
Ochtrup, Germany 


Torre n.2 San 
Felise, 20900 
Segrate, Italy 
Postfach 136, 
Wilhelmstraße 14, 
95100 Selb, 


Germany 


Brolsstr 11 - 15, 
6844 Altach, 


Austria 


Newbridge Road, 
Bath, BA1 3EF, 
U.K, 


Complete DIY heating 
systems, flat and 
evacuated tubular 
collectors 
Manufacturers of heat 


pumps 


Import, production 
and sale of oil and 
gas boilers, wood 
heating systems and 
water storage boilers 
Close-control air- 
conditioning for 
healthy buildings 
Development, 
construction and sale 
of heat pumps 7-20 
kW, modular 
construction 
Manufactures of PEX 
pipes for domestic 
heating and sanitary 
applications 
Manufacturers of air 


conditioning 


Manufacture and 
supply of system 
components for 
ceramic heat 
exchangers 
Manufacture and 
install a range of 
energy-saving 
chimneys from 
stainless steel for all 
applications 
Manufacturers of 
domestic central 


heating and electric 


heating controls 


HOVAL LTD +44 1636 72711 +44 1636 73532 Northgate, Manufacturers of 
Newark, boilers, calorifiers, air 
Nortinghamshire {handling units, radiant 
NG24 1JN, U.K. tube heaters, 
incinerators and 
pressure vessels 


HS PERIFAL  |+46 515 17110 +46 515 15513 Box 654, 521 21 Manufacture central 
AB Falkoping, Sweden |heating boilers 
HS- 


+41 72 681525 Hauptstr 57, 8573 |Low temperature and 

HEIZKESSEL Siegershausen, condensing boilers, 

AG Switzerland burners for wood 
waste 

HTS EGGER & |+43 5632 2470 +43 5632 459 Blockau 64, 6642 |Production of flexible 

GRUTSCH KG Stanzach, Austria |heating foils based on 
glass fabrics 
impregnated with 
electric conductive 
PTFE-carbon 

HTT - HOCH- {+49 52 21 3 85-0 |+49 52 21 3 85-12 Postfach 19 22, Hot oil heaters from 

TEMPERATUR 

-TECHNIK 

GMBH 


Fullenbruchstrake |40kW (oil and gas 

183, 3205] fired): from 3kW 

Herford, Germany |(electrically heated); 
temperature 
controllers; heat 


recovery systems 


Hudevad Byvej 17, |Designers and 
5792 Aarslev, manufacturers of 
functional and 


aesthetic radiator 


HUBER (H)+ |+41 61 335 32 66 [+41 61 335 33 33 Leimgrubenweg Manufacturers of 
CO AG 27, Postfach 3281, |underfloor heating 
4002 Basel, systems 
Switzerland 
HUDEVAD +45 65972046 |+45 6597 21 39 
RADIATORFAB 
RIK A/S 
HYDRO-X AIS |+45 98 28 21 11 +45 98 28 30 21 hydro_x@~internet|Tylstrupvej 50, Specialists in boiler 
7 9320 Hjallerup, and cooling water 
Denmark treatment with sale 
and service world- 
wide 


HYDROTHERM |+49 5531 702347 |+49 5531 702807 Dr-Stiebel-StraRe, |Producers of 
GERATE BAU 37603 advanced boiler 


Holzminden, systems with low 


solutions 


emissions and high 


efficiency 


HYPO- 
THERMAL 
LUKOSCHAT 
UND 
SPERNAU 
GBR 

IMI AIR 
CONDITION- 
ING LTD 


IMI WATER- 
HEATING LTD 


ING ENEA 
MATTEI SPA 


INGENIEUR- 
BÜRO DR 
SCHIWEK 


INTERNAL 
CLIMATE 


CONTROL LTD 


INSULATED 
CHIMNEYS 


(ASHBOURNE) 


LTD 


INVENTUM BV |+31 30 229 0855 |+31 30 228 2876 


Armeestraße 5, 
96050 Bamberg, 


Germany 


+49 951915200 |+49 951 9152033 


+44 1484 714361 |+44 1484 400543 Armytage Road, 
Brighouse, West 
Yorkshire HD6 
1QF, U.K. 

+44 161 338 3353 


+44 161 303 2634 PO Box I Bridge 


Street, 


Stalybndge, 
Cheshire, SK15 
1PQ, U.K. 


+39 2 25305 1 +39 2 25305 243 Strada Padana 
Superiore 307, 
20090 Vimodrone, 
Milano, Italy 


Lindenring 40, 
79189 Bad 
Krozingen, 


Germany 


+49 7633 14016 |+49 7633 14015 


+44 1932 860400 |+44 1932 860700 Surrey House, 114 
Tilt Road, 
Cobham, Surrey 


KT11 3JH, U.K. 


+353 1 351366 +353 1 351344 Ashbourne 
Industrial Estate, 
Ashbourne, Co 
Meath, Ireland 
Leyenseweg 101, 
3721 BG 
Bilthoven, The 


Netherlands 


Manufacturers of wall 
heating system in tiles 
fitted with copper heat 


exchangers 


Manufacture air 
conditioning 
equipment/full range 
of chilled water 
products 

Leading manufacturer 
of domestic, 
commercial and 
industrial 
waterheaters/cylinder 
s 

A leader in the 
cogeneration field and 
manufacturers of 
rotary vane air 
compressors 
Manufacturers and 
designers of reflectors 
to aid energy 
conservation and 
insulation, heating 
recovery and storage 
Manufacture heat 
profile system, low- 
allergy skirting boards 
and chilled aluminium 
ceilings 

Producers of 
insulated stainless 
steel and ceramic 
chimney systems 
Manufacturers of 


water heaters 


ITP 
CONDIZIONAM 
ENTO SRL 


IVR VALVOLE 
A SFERA SPA 


JASPI & 
MAKINEN AB 


JBC CONTROL 
SYSTEMS LTD 


JENBACHER 
ENERGIE- 
STYSTEME AG 


JIP KUGLE- 
VENTILER AIS 


JOHNSON & 
STARLEY LTD 


JOLETEK OY 


Via Romana Selva 
km 4200, 03039 
Sora (FR), Italy 


+39 776 +39 776 814711 
813203/415 
+39 163 417082 |+39 163 418630 


+358 2 391 311 +358 2 391 225 


Via Risorgimento 9 
Fraz Ara, 28075 
Grignasco NO, 
Italy 
Niitunniskantie 18, 
20340 Turku, 


Finland 


Achenseestr 1-3, 
6200 Jenbach, 


Austria 


+43 5244 229 1-0 |+43 5244 2291325 
+45 64 72 1055 |+45 64 72 33 22 


+44 1604 762881 |+44 1604 767408 


Bodebjergvej 22, 
5620 Glamsbjerg, 
Denmark 

Rhosili Road, 
Brackmills, 
Northampton, NN4 
7LZ, U.K. 

+358 3 66997 +358 3 67113 Jokilevonkatu, 
32700 Huittinen, 


Finland 


+44 1204 691282 Unit 9 Stirling 
Industrial Estate, 
Chorley New 
Road, Horwich, 
Bolton BL6 6DU, 
U.K. 


Plan and production 
of heat pumps, 
refrigerators, air 
treatment units, solar 
panels 

Leader producer of 
ball valves for water 


and gas connections 


Manufacturer of well 
insulated boilers for 
detached and other 
small houses, 
including double 
boilers and alternative 
fuel boilers 

Offers complete 
HVAC control systems 
and turnkey packages 
and maintenance 


contracts 


Manufacture a range 
of cogeneration and 
district heating 
systems 
Manufacturers of ball 
valves for district 
heating 
Manufacturers of 
heating/ventilating 
and hot water 
systems 
Manufacturers of 
electric radiators for 
domestic heating 


systems 


JOULESAVE +44 1372 727064 |+44 1372 739998 Castle House, Manufacture and 
PLC Horizon Centre, distribute Novitherm 
28-38 Upper High |radiator panels; 
Street, Epsom, modify air-flow 
Surrey KT17 4RS, |patterns behind a 
U.K. radiator to give more 
even room 
temperature 
+47 69359000 |+47 69 34 26 07 PO Box 135, 1601 |Automated foundry; 
Frednikstad, manufactures high 
Norway quality cast iron 
stoves and fireplaces 
KERMI GMBH _ |+49 9931 501-0 +49 9931 501650 Pankofen-Bahnhof |Production and 
1, 94447 Plattling, |distributors of radiator 


Germany and shower 


enclosures 


KINGSPAN +353 404 67278 +353 404 67731 The Murrough, Producers of radiators 
VEHA Wicklow, Co and convectors for 
Wicklow, Ireland domestic and 
commercial use, low 
surface temperature 
panels and grids 


KM KABEL- +49 541 321-0 +49 541 321 2008 Kloster Str. 29, Manufacture 
METALL AG 49074 Osnabrück |underfloor heating 
Germany systems 
KRAMER +39 2 2619773 +39 2 26112176 Via Soperga 33, Manufacturers of 
ITALIA SRL 20127 Milano, Italy |water heating systems 
and gas boilers and 
accessories 


+49 241 441- 1 +49 241 441-555 Krantzstrake 7, Manufacturers and 
52070 Aachen, installers of cooling 
Germany ceiling systems 
including outlets for 
walls, ceilings and 
floors 
+49 30 6343 0 +49 30 6343 777 Segelfliegerdamm |Manufacturer of 
1-45, 12487Berlin, |refrigerating screw 
Germany compressors: 
packages, water- 
chillers, refrigerating 
plants 


Kappelinmaki, 
65370 Vaasa, 


Finland 


KWH PIPE LTD]|+358 6 265511 +358 6167115 
KWH TECH +358 6 326 5666 |+358 6 326 5260 
LTD 


PO Box 383, 
65101 Vaasa, 


Finland 


Post Box 91 13, 
200 39 Malmo, 


LAGERSTEDT |+46 40 210020 |+46 40 21 33 06 
& KRANTZ AB 

LAING- +49 71 46 930 +49 71 46 93 39 
ENERGIE- 


LAMBORGHINI |+39 532 848081 +39 532 848372 Via Statale 342, 

CALOR SPA 44040 Dosso Sant' 
Agostino 
(Verehre), Italy 


Sweden 
Hofener Weg 35, 
71686 Remseck, 


Germany 


Dyligraafweg 40, 
Postbus 231, 7300 
AE Apeldoorn, The 


Netherlands 


LANG +31 555419333 +31 555331691 
ENERGY 

SYSTEMS BV 

7 
LOOS INTER- |+49 9831 56-0 +49 9831 56 233 
NATIONAL 

EISEN WERK 

THEODOR 

LOOS 

LPM - +358 1741311 +358 17 40330 
TRADING OY 


PB 100, 3550 
Slangerup, 


Denmark 


Nurnberger StraRe 
73, 91710 
Gunzenhausen, 


Germany 


PO BOX 19, 
Teollisuustie 15, 
79101 Leppavirta, 


Finland 


Manufacture pre- 
insulated pipes for 
district heating and 
other weather pipes 
as well 

Manufacture pre- 
insulated pipe 
systems and 
polyurethane foaming 
machines 
Manufacturer of water 
underfloor heating 
systems 
Manufacturers of 
underfloor heating 


systems 


Manufacturers of 
burners, boilers, air 
heaters, heat control 
devices, water 
treatment products 
and solar panels 
Producer of 
cogeneration sets with 
gas engines up to 
1500 kW 
Manufacturers of 
underfloor heating 
systems and piping 
for other domestic 
installations 
Manufacture steam 
and hot water shell 
boilers for industry, 


municipal installations 


Manufacturers of heat 
exchangers for 


domestic heating 


LTG LUFT- 
TECHNISCHE 
GMBH 


LOGSTOR ROR 
AIS 


MAILE AND 
GRAMMER 
GMBH 
MAJMAR SRL 


MAN 
DEZENTRALE 
ENERGIE- 


MARCONI 
ITALIANA 


+49711 82011 


+45 99 66 10 00 
+49 74 57 710 


+39 2 2550301/5 


+49 821 5037 343 


+39 2 2563141 


+49 711 82 01-637 


+45 99 66 11 80 
+49 74 57 71 29 


+39 2 2553020 


+49 821 5037 140 


MARIOTTI SRL |+39 2 48022287 |+39 2 48193279 


MASKIN- 
FABRIKKEN 
REKA A/S 


+45 98 62 40 11 


+45 98 62 40 71 


WernerstraRe 119- 
129, Postfach 40 
05 49, 70435 
Stuttgart 
(Zuffenhausen), 


Germany 


Danmarksvej 11, 
9670 Logstor, 


Denmark 


Kornstrake 3, 
72108 Rottenburg 
15, Germany 

Via Apelle 43, 
20128 Milano, Italy 


Stadtbachstrafe 1, 
86135 Augsburg, 


Germany 


Via Palmanova 
185, 20132 
Milano, Italy 


Via Cimarosa 23, 
20144 Milano, Italy 


Vestvej, 9600 


Aars, Denmark 


Components for 
engineering/air 
handling systems, air 
conditioning 
technology, regulation 
and control 
technology 
Manufacturers of pre- 
insulated transmission 
and distribution pipes 
for district heating 
Manufacture 
underfloor heating 
systems 

Producers & suppliers 
of circulating and 
vertical multistage 
pumps 

Cogeneration systems 
with gas engines up to 
800 kW per unit and 
with gas turbines up 
to 10 MW per unit 
Manufacturers and 
installers of special 
materials and 
components for heat 
storage and recovery 
systems 
Manufacturers of 
industrial steam/hot 
water boilers with 
every type of fuel 
Manufacturers of 
boilers and fully 
automatic heating 


systems for straw, 


sawdust, coal, wood 


MAXON 
INTER- 
NATIONAL NV 


Luchthavenlaan 
16, 1800Vilvoorde, 


Belgium 


+32 2 251 41 35 


+49 341 59625 +49 341 5962666 
NEUCALORA |+41 31 932 2701 
AG 


MUNCHEN- 
LEIPZIGER 
APPARATE- 
BAU 
EBERHARD 
VOIGT GMBH 


Dubener 
Landstraße 3, 
04129 Leipzig, 


Germany 


Paracelsusstrasse 
1, 3072 
Ostermundigen 2, 


Switzerland 


NOBO 
ELECTRO A.S 


PO Box 16, 7501 
StJordal, Norway 


+47 74829100 |+47 74 82 54 58 
NOVEMA AS |+47 67060450 |+47 67 06 14 88 


NOVENCO A/S |+45 53 72 42 22 |+45 53 72 40 72 


+358 13 681811 +358 13 6818100 


Postboks 60, 1483 
Skytta, Norway 


Industrivej 22, 
4700 Naestved, 


Denmark 


NUNNAN- 
LAHDEN UUNI 
OY 


Joensuuntie 
1344c, 83940 


Nunnanlahti, 


NIVO HEAT OY |+358 9 222 3644 |+358 9 222 3627 Tehtaanoe 4-6, 
03100 Nummela, 
Finland 


Finland 


A leading specialist in 
shut-off valves and 
combustion systems 
for direct air-heating 
systems used in 
cogeneration and 
district heating 
Manufacturers of 


industrial valve fittings 


Production and 
installation of heat 
pumps, underfloor 
heating 
Manufacturer of Nivo 
heaters, heating 
cables and heating 
foils mainly for 
residential properties 
Manufacture of 
electronic wall 
mounted heaters as 
well as heat and 
energy monitoring 
Manufacturers of 
air/air heat pumps for 
hotels, offices, 
swimming pools and 
sports and leisure 
halls 

Develops, 
manufactures and 
markets high-quality 
air-handling 
equipment for land 
and marine 
applications 
Manufacture and 
market soapstone 


fireplaces and heat 


saving NUNNA ovens 


Via A Colombo Manufacturers of steel 
110, 21055 Gorla |boilers, hot water heat 
Minore (VA), Italy |exchangers and hot 


OFFICINE +39 331 365040 

MECCANICHE 

CARBOFUEL 

SPA 

OKOTEC +49 30618 2065 |+49 30 618 3671 
INGENIEUR- 

GEMEIN- 

SCHAFT 

MOROSOFF 

STAFFA & 

PARTNER 

OKOTHERM +49 89 7141016 {+49 89 7192313 
HEIZSYSTEM 


ORAS OY +358 2 3161 +358 2 224317 


water 
CuvrystraBe 20, Manufacture of 
10997 Berlin, system components 
Germany for decentralised 
energy supplies, 


including heat pumps 


WurmtalstraBe 25, |Low-temperature 

81375 Munchen, heating systems, 

Germany thermal clay tiles, 
humidity controls, 
passive solar 

PL 40, 26101 Regulating and 

Rauma, Finland thermostatic valves 


and radiator controls 


OUTOKUMPU  |+358 2 626 6111 |+358 2 626 5300 PO Box 60, 28101 |Manufacture copper 
PORICOPPER Pori, Finland tubes for heating, air 
conditioning etc. 


PATERSON +44 121 773 0114 |+44 121 766 6589 
HEATING LTD 


Units 19 & 21, Produce heaters and 
Small Heath heating controls 
Trading Estate, 

Armoury Road, 

Birmingham, B11 

2RJ, U.K. 

PENSOTTI +39 331 549411 +39 331 453541 
SPA 


Via Firenze 48, Producers of cast iron 
20025 Legnano, heating and gas fired 
Milano, Italy wall hung boilers 
PERIMETER |+44 1895 441794 |+44 1895 448597 
(BG) SYSTEMS 


Enterprise House, |Manufacturers of 
Packett Boat Lane, |Perimeter heating 
Cowley, Uxbridge, |systems, fan coil 
Middlesex UB8& castings, floor trench 


2JP, U.K. and special design of 


OSO +47 32753000 |+47 3275 40 18 3300 Hokksund, Manufacture 

HOTWATER Norway advanced water 

AS heaters, electric 
controls and direct 
and indirect water 
heaters 


architectural casing 


PETER +44 1753 571321 |+44 1753 57877 Werrington 

BROTHER- Parkway, 

HOOD LTD Peterborough, PE4 
5HG, U.K. 

PLAST- +47 67 58 0905 |+47 67 58 09 01 Hovikveien 11, 

ELEKTRO AS 1322 Hovik, 
Norway 


PMP LTD +44 18167609 |+44 1 81 659 10 Stanton Square, 
11 17 Stanton Way, 
London SE26 5AB, 
U.K. 


POLYTHERM |+49 2553 7250 +49 2553 72544 service@polyther |Prof Katerkamp 
GMBH m.de Strasse 5, 48607 
Ochtrup, Germany 


POTTERTONI |+44 1926 888508 |+44 1926 888955 Portobello Works, 

MYSON Emscote Road, 
Warwick CG34 
5QU, U.K. 


POWERMATIC |+44 1460 53535 |+44 1460 52341 Winterhay Lane, 

LTD IIminster, 
Somerset, TA19 
9PQ,U.K. 


PUMA +44 1366 385217 |+44 1366 385274 Ryston Road, 

PLASTICS LTD Denver, Downham 
Market, Norfolk 
PE38 ODR, U.K. 


PURMO AG +49 513170080 |+49 5131 70 08 Postfach 210 425, 
17 30404 Hannover, 


Germany 


A leader in design 
and manufacture of 
steam turbines and 
gas compressors for 
cogeneration systems 
Manufacture and 
sales of EP warm- 
floor, heating 
solutions based on 
our invention of 
electrically conductive 
plastics 

Manufacture range of 
heaters and heating 


controls 


Distribute underfloor 
heating systems 
throughout Germany 
Manufacture full range 
of heaters and 
heating controls, 
member of the boiler 
and radiator 
manufacturers' 
association 
Manufacture heating 


systems 


Manufacturers of a 
range of cost effective 
above and below 
ground water storage 
tanks 

Manufacturers of 
underfloor heating 
systems, compact 


radiators, and heating 


systems connections 


QUALITY 
PLASTICS LTD 


+353 21 397090 Whites Cross, 


Cork, Ireland 


B a 
RAYCHEM +32 16 35 18 00 |+32 16 35 17 97 |] 


REHAU AG +49 9131 605-0 +49 9131 771430 
AND CO 


Diestsesteenweg 
692, 3010 Kessel- 


Lo, Belgium 


Ytterbium 4, 91058 
Erlangen, 


Germany 


REISCHL MAX |+43 662 449 010 Münchner 
Bundesstr 114, 
5020 Salzburg, 
Austria 
Sternstraße 9-11, 
40479 Düsseldorf, 


Germany 


REKUPERA- 
TOR KG, DR- 
ING SCHACK 
& CO 


+49 211 49550 +49 211 49820 92 


REMO- 
FUSSBODEN- 
HEIZUNGS- 
SYSTEME 


+49 2451 939290 |+49 2451 939291 


_ m 


FW 
Aaiffeisenstraße 
224, 52531 Ubach- 
Palenberg, 
Germany 

J and M 
Sabbesstrat 130, 
8930 Menen, 


Belgium 


REZNOR 
EUROPE LTD 


+32 56 52 95 11 


Manufacturers of 


polythene piping for 


hot/cold water 
systems, central 
heating and 
underfloor heating 
Manufacturers of self- 
regulating trace 
heating systems for 
applications in 
construction and 
industr 
Manufacturers of 
quality polymer 
products, including 
warm water underfloor 
heating, radiator 
connection and 
domestic plumbing 
Manufacture and 
distribute air- 
conditioning and 
heating controls 
Manufacturers of 
recuperators, heat 
exchangers, fired 
heaters, steam 
superheaters, waste- 
heat boilers, 
incinerators, solvent 
recovery plants, 
Calorplast plastic 
exchangers 
Manufacture 
underfloor heating 
systems and pipe 


insulation 


Designers, 
manufacturers and 
suppliers of air 


heating and air 


handling units 


RIZZI ENERGY 
SPA 


RM ROTEX 
GMBH 


ROBINSON 
WILEY LTD 


ROBUR SPA 


ROLLTEC 
HEIZSYSTEME 


ROTH WERKE 
GMBH 


ROTHERM 
WARME- 
SYSTEME 


SABROE 
REFRIGERATI 
ON A/S, 
PRODUCT 
DIVISION 


+39 30 73 56 761 |+39 30 74 50 547 
+49 71351030 {+4971 35 103 50 


+44 151 228 9111 |+44 151 228 6661 


+39 35 888111 +39 35 884165 


+49 25 52 5 33 +49 25 52 5 34 
+49 64 66 2 20 +49 64 66 2 21 00 


+49 6204 96530 |+49 6204 965333 
+45 86 271266 |+45 86 27 44 08 


Via Nespolo 6, 
25030 Adro 


(Brescia), Italy 


LangwiesenstraRe 
10-12, 74363 
Guglingen- 
Frauenzimmern, 
German 

Mill Lane, Old 
Swan, Liverpool, 
Merseyside L13 
4AJ, U.K. 

Via Parigi 4/6, 
24049 
Zingonia/Verdellin 
o (BG), Italy 


Siemens Str. 32, 
48565 Steinfurt 2, 
Germany 

Postfach 2166, 
35232 Dautphetal, 
Germany 
IndustriestraRe 28, 
68519 Viernheim, 


Germany 


Christian X's Vej 
201, PO Box 1810 
8270 Hojbjerg, 


Denmark 


Design and 
manufacture exhaust 
gas boilers, 
economisers, 
recuperators, 
extended surface heat 
exchangers 
Manufacture and 
supply underfloor 


heating systems 


Manufacturers of 


room heating systems 


Manufacturers of gas- 
fired heaters, gasfires 
heat convectors, gas 
burners and air 
conditioners 
Manufacture water 
underfloor heating 
systems 
Manufacture 
underfloor heating 
systems 
Environmentally 
friendly heating 
systems including 
solar systems and 
combined heat pump 
and heat storage 
systems 
Manufacturers of 
ammonia heat pump 
compressors for use 
in district heating, 


power and other 


applications 


SALAMANDER 
ENGINEERING 
LTD 


SATCHWELL 
CONTROL 
SYSTEMS LTD 


SAURER 
THERMO- 
TECHNICS 


SCHAFER 
HEIZTECHNIK 


SCHUSTER 
STAHL- UND 
APPARATE- 
BAU 


SIEGMUND 
(EHT) GMBH 


SISTEMI DI 
ENERGIA SPA 


SOLARNOR 
AS 


+44 121 378 0952 |+44 121 311 1427 


+44 1753 550550 |+44 1753 824078 


+41 714469212 |+41 71 446 67 05 
+49 2735 787-0 +49 273S 787-249 


+49 9732 809-0 +49 9732 809 45 


+44 181 641 3900 |+44 181 641 2594 


+49 22 24 8990 +49 22 24 899 80 


+39 248022619 |+39 2 48022619 
+47 22856475 |+47 22 85 64 22 


Redicap Trading 
Estate, Sutton 
Coalfield, West 
Midlands, B75 
7BU, U.K. 

PO Box 57, 94 
Farnham Road, 
Slough, Berkshire, 
SL1 4UH, U.K. 
Romanshornerstra 
Re 36, Postfach 
196, 9320 Arbon, 
Switzerland 
Postfach 1120, 
57272 
Neunkirchen, 


Germany 


Industriestraße 6, 
97727 Fuchsstadt, 


Germany 


62 Sunningdale 
Road, Sutton, 
Surrey SM1 2JS, 
U.K, 

Heideweg 13-15, 
53604 Bad 
Honnef, Germany 
Via Boccaccio 25, 
20123 Milano, Italy 


PO Box 1048, 
Blindern, 0316 


Oslo, Norway 


Manufacturers of 
water treatment, 
heating and energy 


saving products 


Manufacturers of 
HVAC control systems 
and building energy 
management systems 
Manufacturers of 
Swiss heat pump 
Natura: heat control 
CD 

Manufacturers of 
heating applications 
such as boilers, 
calorifiers and 
radiators 

Over 50 years 
experience of 
manufacturing and 
installing heating 
systems and boilers 
Manufacture and 
distribute energy 
saving ceramic gas- 
fired infra-red heaters 
Manufacture 
underfloor heating 
systems 

Developers of 
renewable energy 
power systems, 
especially hydro and 
cogeneration systems 
Producers of domestic 
hot water systems, 
combined systems for 


water and space 


heating 


SOLBASSENG 
(A/S) 


SOLUM GMBH 


STANDARD 
FASEL- 
LENTJES 


STAR 


REFRIGERATI 
ON LTD 


STEAMRATOR 
OY 


STREBEL LTD 


+49 7151 65778 


+47 67 58 37 22 
+49 69 17 26 21 
+31 30 244 9211 


+44 141 638 7916 


+358 15 458 155 


+44 1276 685422 


+41 62 45 61 01 


+49 7151 690542 


+47 67 58 37 25 
+49 69 17 23 78 
+31 30 244 2596 


+44 141 638 8111 


+358 15 458 178 


+44 1276 685405 


+41 62 44 10 12 


Oberlinstrake 13, 
71384 Weinstadt, 


Germany 


Markalleen 64, 
1320 Subekk, 
Norway 
Feldbergstrasse 1, 
60323 Frankfurt 


Main, Germany 


Tractieweg 41, 
3534 AP Utrecht, 
The Netherlands 


Thornliebank 
Industrial Estate, 
Glasgow, G46 
8JW, U.K. 


Pelimannintie 1, 
52300 Risdina, 


Finland 


IF Albany Park 
Industrial Estate, 


Frimley Road, 


Camberley, Surrey 
GU15 2PL, U.K. 


Industriestraße, 
4852 Rothrist, 


Switzerland 


Manufacturer, 
distributor and 
consultancy in solar 
thermal energy 
systems, do-it- 
yourself courses 
Safety and energy 
saving systems for 
swimming pools 
Manufacturers of 
electrical film 
underfloor heating 
systems 
Manufacturers in 
industrial boiler 
installations and co- 
generation plants 
Manufacture, 
designing and 
installation of 
specialist industrial 
refrigeration systems 
Manufacturer of 
steam and heating 
boilers and stations 
for institutional heat. 
Steam and hot water 
needs 
Manufacturers of low 
NOx domestic, 
commercial, industrial 


cast iron boilers 


Manufacturers of 
high-efficiency, low 
NOx, cast iron 
sectional boilers, steel 


radiators and high 


output calorifiers 


STULZ GMBH 
KLIMA- 
TECHNIK 


Holsteiner 
Chaussee 283, 
22457 Hamburg, 


Germany 


High quality, close 
control, energy 
efficient air 
conditioning units for 
electronic data 


processing 


+49 40 5585-0 +49 40 5585-352 


+43 2252 56272 |+43 2252 56273 
+358 9 880943 +358 9 8043994 


+44 1785 213366 |+44 1785 256418 


applications 
SWEP 
WARME- 
TAUSCHER 
AUSTRIA 
GMBH 


Wiener StraRe 99, 
2513 Traiskirchen, 


Austria 


Manufacture and 
distribution of high- 
grade steel plate heat 
exchangers for 
Austria and Eastern 
Europe 

SYSTEM IN 
FORM OY 


Friisilantie 7, Manufacturers of 
02240 Espoo, 


Finland 


domestic heat 
exchange systems for 
domestic heating and 
air-conditioning 
TALBOTTS 


Drummond Road, |Manufactures of 


HEATING LTD 


+45 75940222 |+45 75 94 01 68 


Astorfields 
Industrial Estate, 
Sufford, ST16 3HJ, 
U.K. 

Erritso 
Mollebanke, 
Erritso, 7000 
Fredericia, 
Denmark 

Box 43, 261 22 
Landskrona, 


Sweden 


Biomass combustion 
equipment of up to 
two megawatt, hot air, 
hot water and steam 
Manufacture pre- 
insulated transmission 


and distribution Pipes 


Production of electric 
panel heaters, heating 
elements and 


insulated suspended 


+46 418 29595 +46 418 23136 


+49 201 48 61113 |+49 201 48 61111 


ceilings 
TEKMAR 
ANGEWANDT 


Mollneyer Ufer 17, | Manufacture 


45257 Essen, underfloor heating 


E Germany 
ELEKTRONIK 
GMBH 


systems 


TEMPERATUR 


+44 1489 572238 |+44 1489 573033 


Dewar Close 
Segensworth 
West, Fareham, 
Hampshire PO15 
5UB, U.K. 


Manufacture range of 
in-wall air- 
conditioners and air- 


to-air heat pumps 


THERMAL +44 1705 671821 |+44 1705 664103 Airport Service Manufacturer of 

RADIATORS Road, Portsmouth, | quality radiators for 

LTD Hampshire, PO3 commercial and 
5PD, U.K. industrial buildings 


THERMO +34 1 3029954 +34 1 3029724 C/Ramonet 12, Manufacture 
CONCEPT SL 28033 Madrid, underfloor heating 
Spain systems 


THERMO +44 1232 894535 |+44 1232 894533 Office 5B, Manufacturers of 

ELECTRICAL Townsend electrical radiator 

CONTROL Enterprise Park, valves allowing 

(TEC) LTD Townsend Street, |control of radiators 
Belfast BT13 2ES, |from a central point 
U.K. 

THERMO +31 78651 2066 |+31 78 651 1667 Bunzenstraat 3-5, {Manufacture range of 

NOORD BV 3316 GC low-emission boilers 


Dordrecht, The and heating systems 


Netherlands 


THERMOLUTZ |+49 71 21 94440 |+49 71 21 944422 In Laisen 58, Manufacture 
GMBH & CO 72766 Reutlingen, |underfloor heating 
Germany systems 


THYSSEN +49 561 801-0 +49 561 801 6942 Henschelplatz 1, Manufacturers and 
HENSCHEL 34127 Kassel, contractors for a 
GMBH Germany range of boilers 
(BOILERS AND including, hot water, 
PLANTS) steam. waste heat. 


thermal oil 


THYSSEN +49 89 41 35 235 |+49 89 49 59 92 Anzinger Strasse |Manufacture 
POLYMER 1, 81671 underfloor heating 
GMBH Munchen, systems 

Germany 
TOUR & +43 2236 23000-0 |+43 2236 25762 Tour und Manufacture heating 
ANDERSSON Andersson Strasse |and sanitary products 
GESMBH 2, 2353 and systems 

Guntramsdorf, 

Austria 


TRANE (UK) +44 1675 444 000 |+44 1675 444 031 Howard House, 55 |Manufacturer of 

LTD Marsh Lane, commercial air- 
Hampton-in-Arden, |conditioning and 
Solihull, West refrigeration systems 
Midlands B92 OAJ, |using entirely CFC 


U.K. free refrigerants 


TRIANCO +44 1142461221 |+44 11 42453021 
REDFYRE LTD 


Thorncliffe Iron Manufacturer of 


Works, Shefffield, |domestic, commercial 


TRANE EMA +33 3 29 31 73 00 [+33 3 29 31 73 29 | Rue des Design, manufacture 
Ameriques, 88190 |and distribute air 
Golbey, France conditioning 
equipment 
phe 4YP, U.K. and industrial boilers 
TSI AB +46 18527000 |+46 18527070 _ |tsi@tsi.se Hallnasgatan 3, Market instruments for 
752 28 Uppsala, indoor air quality, 
Sweden environment and 
safety 
TUFLEX AG Im Sibere 9, 8416 |Manufacture 


+49 2202 1250 +49 2202 125324 


TURNBULL & |+44 1450 3720 53 |+44 1450 3778 00 
SCOTT LTD 


Flaach, underfloor heating 
Switzerland systems 

Am Stadion 18-24, |Manufacture specialist 
51465 Bergisch cooling ceiling system 
Gladbach, VKS 60 


Germany 


20 Commercial Specialists in air to 
Road, Hawick, water heat 
Roxburghshire, exchangers 
Scotland, TD9 

TAQ, U.K. 


Rudolf Diesel Manufacture, 
Straße 16, 22941 |installation, supply of 
Bargteheide, specialised heat 


Germany pumps for swimming 


UNIPOOL +49 4532 3033 +49 4532 5566 
HANDELS- 

GESELL- 

SCHAFT 

UPONOR AB {+358 3 62611 +358 3 626210 
(EU) 


UPONOR +49 23 65 696-113 |+49 23 65 696-168 
ANGER GMBH 

- DIVISION 

ECOFLEX 


pools 
PO Box 21, 15561 |Manufacture pipes for 
Nastola, Finland district heating and 
other water and gas 
pipes 
Brassertstrake Manufacture 'Ecoflex' 
251, 45768 Marl, |range of pre-insulated 


Germany flexible plastic 


TYFOROP +49 40 612 169 +49 40 615 299 HellbrookstraBe Producers of thermal 
CHEMIE GMBH 5a, 22305 transfer fluid 
Hamburg, 
Germany 


pipelines 


5, Chemin du Manufacture 

Canal, 1260 Nyon, |underfloor heating 

Switzerland and other heating 
systems and insulated 


pipes 


UPONOR +41 22 363 92 92 |+41 22 362 24 10 
GROUP 


VARME +47 22677945 |+47 22 68 43 04 
SYSTEMER AS 

VASCO +32 89 75 04 11 +32 16 27 16 96 
HEATING NV 


VESTFROST |+45 7914 2222 |+45 79 14 22 55 
AIS 


VIESSMANN _ |+49 6452 702698 |+49 6452 702780 
WERKE GMBH 
& CO 


Ensjoveneien 18, |Manufacturers of 
0661 Oslo, Norway |underfloor heating 
systems 
Kruishoefstraat 50,|Manufacturers of 
3650 Dilsen, underfloor heating 
Belgium systems 
Spangsbjerg Manufactures 
Mollevej, 6705 domestic 
Esbjerg, Denmark |refrigerators, freezers, 
heat pumps, boilers 
and de-humidity 
appliances 
Postfach 10, Manufacturers of 
35108 Allendorf heating technology 


(Eder), Germany _ |products 


VULKAN +49 421 668 2309 |+49 421 668 2714 
ENGINEERING 
GMBH 


WS- +46 31 192905 +46 31 190655 
KONTROLL AB 


WAGNER & +49 6421 8007-0 |+49 6421 8007-22 
CO SOLAR- 
+33 1 47 52 50 00 


WeserstraRe 64, |Energy efficient 

28757 Bremen, heating units with gas 

Germany turbines 

S Gubberogatan 8, |Manufacture of 

41663 condensing boilers 

Gothenburg, 

Sweden 

Ringstraße 14, Manufacturers, 

35091 Colbe, distributors and 

Germany installers of solar 
domestic hot water 
systems 

250 route de Specialists in pre- 

l'Empereur, 92508 |insulated district 


Rueil-Malmaison |heating pipes 


VITREX SA +34 76 57 11 76 +34 76 57 42 49 Poligono Malpica, |Manufacturers of 
Calle F, Parcelas |enamelled boilers, 
90-91, 50016 enamelled and 
Zaragoza, Spain stainless steel water 
heaters (sanitary 
water) 


Cedex, France 


+49 2408 3018 +49 2408 1839 Hirzenrott 12, Specialists in air 
52076 Aachen, conditioning systems 
Germany and heaters 

Unit 6 Rowley Manufacturers and 
Industrial Estate, installers of electric 
Roslin Road, undertile and under 
Acton, London W3 |carpet heating 

8BN, U.K. systems 

PO Box 252, Manufactures and 
65101 Vasa, designs medium and 


WARMUP PLC |+44 181 992 9500 |+44 181 992 9600 
Finland high speed engines 
for applications up to 


WARTSILA +358 6 3270 +358 6 356 9133 
DIESEL OY 
300 MW 
WATERFORD |+353 51 302300 +353 51 302315 info@waterford- Bilberry, Manufacturers of cast 
STANLEY LTD stanley.ie Waterford, Ireland |iron central heating 
cookers and stoves, 
(gas, oil, solid-fuel) 
WATERKOTTE |+49 2323 3776 +49 2323 30644 
WARME- 


Gewerkenstrake Manufacture, plan, 
15,44628 Herne, |supply and install heat 


Germany pump systems 


Balbriggan, Co Producers of piping 

Dublin, Ireland systems to transport 
water, sewage and 
liquids and for ducting 


work 


+353 18412260 |+353 1 8412705 
IRELAND LTD 


WIELAND- +49 731 944-0 +49 731 944 2772 


Graf-Arco-Strafe, |Manufacturer of 
89079 Ulm, underfloor heating 
Germany systems 

+44 181 770 1100 |+44 181 770 0544 Westmead House, |Manufacture and 
123 Westmead supply a range of 


PUMPS LTD 


WIRSBO +46 223 38000 +46 223 38102 
BRUKS AB 


Road, Sutton, circulating pumps with 
Surrey, SM1 4JH, |automatic control for 
U.K. hot water systems 
5730 61 Virsbo, Manufacture PEX 
Sweden pipes with 
applications including 
underfloor heating, 
radiator heating, 
portable hot and cold 


water and ground 


heating 


WIRSBO 
ROHRPRO- 
DUKTION UND 
VERTIEBS 
GMBH 
WORCESTER |+44 1905 754624 


+49 6104 680026 |+49 6104 67134 


+44 1905 754619 


WPS WARME- |+49 40 540 2071 
PUMPEN- 
SYSTEMTECH- 
NIK GMBH 
YORK 
INTERNATION 
AL UK 


+44 1268 287676 |+44 1268 281765 


YORKPARK +44 1494 764031 |+44 1494 765754 


ZURSTRASSE |+32 87 220046 +32 87 226579 


zvejos@skynet.be 


Ernst-Leitz-StraRe 
18, 63150 
Heusenstamm, 


Germany 


Cotswold Way, 
Warndon, 
Worcester, WR4 
9SW, U.K. 


WarnstedtstraRe 
8, 22525 
Hamburg, 
Germany 
Gardiners Lane 
South, Basildon, 
Essex, SS14 3HE, 
U.K. 


16 St Georges 
Industrial Estate, 
White Lion Road, 
Amersham, Bucks 
HP7 9JQ, U.K. 

75 Rue des Pres, 
4802 Heusy- 


Verviers, Belgium 


Manufacture 
underfloor heating 


systems 


Manufacturers of 
domestic gas fired 
combination boilers 
and oil-fired 
conventional and 
combination boilers 
Manufacture of 
heating plant and 


components 


Manufacture of 
refrigeration and air- 
conditioning systems 
including chiller 
packages, air 
handling, fan coils, air 
terminals and control 
systems 
Manufacturers of a 
range of gas and oil 


condensing boilers 


Producers of small 
cylindrical heat 
exchangers (within 
tanks) self-assembly 
kits 


